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THE FRANKLIN INSTITUTE OF THE STATE OF PENNSYLVANIA 


For the Promotion of the Mechanic Arte 


Om an Oe mR ES MRL OE E 


Hall of the Committee, 


Philadelphia, February 2, 1927. 


Report of Sub-Committee on Literature for the year 1926. 
Sub-Committee: Mr. Benjamin Franklin, Cha rman 

Mr, Charles E. Bonine, 

Dr. Thomas D. Cope, 

Dr. H. J. M. Creighton, 

Mr. Lionel F., Levy, 


Mr. J. M. Rusby. 
To the Committee on Science and the Arts: 


Your Sub-Committee, charged with the consideration of the papers 
printed in the Journal of the Institute during the past year, locking to a proper 
recognition by the Institute of the author of a specially important article, G 
sents the following recommendation on the subject: 

That the Louis Edward Levy Medal be awarded this year 

To Doctor W. D, Coolidge, of the General Electric Company, 


Schenectady, New York, for his paper on "The Production of 


High-Voltage Cathode Rays Outside of the Generating Tuber 
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appearing in the December, 1926 issue of the Journal 


of The Franklin Institute, 
This paper is the original description of a new tube designed 
and developed by Doctor Coolidge. Outside of this tube is a region penetrated 
by high velocity electrons. In this region matter in all its forms may readily 
be subjected to experiment. It is believed that important additions to our 
knowledge of metter will result from the use of this tube. 


Respectfully sutmitted, 
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